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ACTION EUR-25 
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USIA-15 TRSE-00 SAJ-01 CEQ-02 EPA-04 FEA-02 AEC-11 
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032648 

R 101712Z APR 74 
FM AMEMBASSY BONN 
TO AMEMBASSY WELLINGTON 
INFO SECSTATE WASHDC 1720 
USMISSION NATO BRUSSELS 

UNCLAS BONN 05829 

E.O.l 1652: N/A 

TAGS: TECH, ENRG, SENV, NATO 

SUBJECT: CCMS: FIRST GEOTHERMAL IMPLEMENTATION 
CONFERENCE, NEW ZEALAND 

REF: STATE 071718 

1. FRG FONOFF HAS NOTIFIED EMBASSY THAT DR.KAPPELMEYER, 
FRG CCMS GEOTHERMAL ENERGY COORDINATOR, WHO IS 
PRESENTLY WORKING IN PERU, WILL BE UNABLE TO ATTEND 
SUBJECT CONFERENCE. 

2. FRG, HOWEVER, HAS DESIGNATED DR. GEORG DELISLE, 
SCIENTIFIC STAFF MEMBER, FEDERAL INSTITUTE FOR SOIL 
RESEARCH IN HANNOVER, TO ATTEND THE CONFERENCE. 

3. FORMAL INVITATION TRANSMITTED REFTEL HAS BEEN 
FORWARDED TO DELISLE. EMBASSY WILL CABLE HIS NEW 
ZEALAND ETA AND ETD AS SOON AS AVAILABLE. 

HILT .F.NBR AND 
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